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Attached in the annex is a layout sketch of the Stahl- und Walawerk Wilhelm 

Florin Hennigsdorf (N 53/2 76). This plant is northeast of the Hennigsdorf 

railroad station between the Berlin ~ Velten «ailroad line and the Havel - 

River, Item Ne 1° is the most vital part of the plant. If the pump install- 

ation in this building fails, the plant cannot operate. 
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Legend: | 

E Entrance to factory area. 

1 Quarters of factory police, 

2 Guardhouse. 

3 ‘Adninistration building, single-story brick structures. 
4 Metter] Servier, 

5 Kitchen. 

6 Cooperative shop, 

6a Test shop. 

7. Administration building. 

8. Autonobile mechanics '’shop, garares. 

9, Workers’ Council (B.G.L.) 
10, Filling station. 
ll. Factory fire brigade, 
12, Motor pool, . 
13. Rolling mill for high quality steel (Feineisen) 
1h, “Nolti-story administration building, 
15, Ten cold-gas producers, 
16. Blooming mill, 
17, Three hotegas producers. 
18. Cleaning and annealing departments. 
‘19. Control station (Schalthaus) ; 
20, “rchine: shop. 

21, Main laboratory. 

22, Office building. 

23. Cultural Lepartment, 

2h, ilarehouse. 

25. Pattern shop. 

26, Steel casting department. 

27. Open~hearth steel plant, 


28, Wine hot-as producers, 
29, Boiler house. 
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Kindergarten, 

Dwelling. 

Cultural Department. 

Pit furnaces (Tiefoefen). 


Railroad connection to plant; there are about 60 tracks 
in the plant area. ; 


Water tower. 
Henmnigsdorf railroad station. 


Church. 
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